USS ORISKANY i 
CVA-3A | CV-34 


Roport on the Indentifcation of Equipment and Manufacturers 


‘Ship's Equipment Manufacturer 
4-Main Н.Р. & L.P. Turbines Westinghouse 
B-Boilers Babcock & Wilcox 
6-Маіп Feed Pumps (Turbine Driven) Worthington 
8-Маіл Feed Pump Turbines B. F. Sturtevant 
4-Main Feed Booster Pumps (Turbine Driven) Worthington 
4-Main Feed Booster Pump Turbines B. F. Sturtevant 
2-Aux. Feed Booster Pump (Motor Driven) Worthington 
4-Main Feed Booster Pump (Motor Driven) Worthington 
4-Emergency Feed Pumps (Steam Reciprocating) Warren 
4-Maln Circulating Pumps (Turbine Driven) м 
4-Maln Circulating Pump Turbines Westinghouse 
4-Main Condensate Pumps Толе Driven) Ingersoll-Rand 
4-Маіп Condensate Pump Turbines Westinghouse 
4-Maln Condensate Pumps (Motor Driven) Ingersoll-Rand 
4-Auxlliary Condensate Pumps (Motor Driven) Ingersoll-Rand 
4-Aux. Cand. Circ. Pumps (Motor Driven) Warren 
2А.Р. Drain Pumps (Motor Driven) Warren 
6-Aux. Machy Cooling Water Pumps (Motor Driven) Warren 
6-Fire and Flushing Pumps (Turbine Driven) Warren. 
6-Fire & Flushing Pump Turbines B. F. Sturtevant 
6-Fire and Flushing Pumps (Motor Driven) Warren 


6-8lige Pumps (Steam Reciprocating) Warren 


6-Water Jet Eductors 

2-Evaporator Feed Pumps (Motor Driven) 

2-Dist. Fresh Water Pumps (Motor Driven) 

2-Distillar Cond. Pumps (Motor Driven) 

2-Distiller Circ. Pumps (Motor Driven) 

1-Dist, Cond. FW Pump (Motor Driven) 

1 -Dist. Cond. Cond. Pump (Motor Driven) 

1-Dist. Cond. Circ. Pump (Motor Driven) 

Diesel L.O. Purifier (Motor Odvan) 

2-Evap. Brine Overb'd Discharge Pumps (Motor Driven) 
1-Aux, Емар, Bring Overb'd Discharge Pump (Motor Driven) 
2-Evap. Tube Nest Drain Pumps (Motor Driven) 

1-Aux. Evap. Tube Nest Drain Pump (Motor Driven) 


&-Lube Ой Service Pumps (Turbine Driven) 
&Lube Ой Service Pump Turbines 


4- Lube Ой Service Pumps (Chain Driven) 
2-Diasel F.O. Service Pumps (Motor Driven) 

3-Fuel Oil Tank Drain Pumps (Motor Driven) 

2-Lube Oil Purifiers (Motor Driven) 

2-Diesel Fuel Ой Purifiers (Motor Driven) 

2-Diesel Gen. Cooling Water Booster Pumps (Motor Driven) 


2-Fuel Oil Booster & Transfer Pumps (Turbine Driven) 
2-Fuel Oil Booster & Transfer Pump Turbines 


4-Fuel Oil Booster & Transfer Pumps (Motor Driven) 


8-Fuel Oil Service Pumps (Turbine Driven) 
8-Fuel Ой Service Pump Turbines 


DeLaval 


2- 850 KW Generator Diesel Engines Fairbanks Morse 


' 
“ 


USS SPIEGEL GROVE 


LSD-32 


i 


| 
+ Manufacturers of the following machinery and equipment were identified in the Synopijs of 
Machinery and Hull Data dated 1955: 


2-HP Turbines Géreral Electric 


2-LP Turbines General Electric 
2-Boilers Babcock & Wilcox 
2-Emcrgency Feed Pumps (Reciprocating Engine) Warren 

2-Aux, Feed Booster Pumps (Motor Driven) Allis-Chalmers 
2-Main Circulating Pumps (Turbine Driven) Warren 

2-Main Circulating Pump Turbines Westinghouse 
4-Main Condensate Pumps (Motor Driven) Buffalo 

4-Main Forced Draft Blowers (Turbine Driven) Westinghouse 
4-Main Forced Draft Blower Turbines Westinghouse 
4-Main Feed Booster Pumps (Motor Driven) Allis-Chalmers 
4-Main Feed Pumps (Turbine Driven) DeLaval 
4-Main Peed Pump Turbines DeLaval 

2-LP Air Compressors (Motor Driven) Worthington 
2-Lubricating Oil Purifiers (Motor Driven) DeLaval 
1-Diesel Oil Purifier (Motor Driven) DeLaval 


2-Clean Ballast Cond. Condensate Pumps (Motor Driven) Worthington 
2-Distiller Condensate Pumps (Motor Driven) Aldrich 
2 Distiller Circ, & Evaporator Feed Pumps (Motor Driven) Aldrich 


2-Emergency Gen. S.W. Booster Pumps (Motor Driven) Aldrich 


2-Aux. Machinery Salt Water Circ Pumps (Motor Driven) Economy 
2-Clean Ballast Pump Cond. Circ. Pumps (Motor Driven) Aldrich 


4-Clean Ballast Pumps (Turbine Driven) 
4-Clcan Ballast Pump Turbines 


1-Ейе Pump (Motor Driven) 
2-Ship's Fresh Water Pumps (Motor Driven) 


2-Freon Condenser Circulating Pumps (Motor Driven) 


2-Hot Water Circulating Pumps (Motor Driven) 


L-Fire & Flushing Pump (Turbine Driven) 
L-Fire & Flushing Pump Turbine 


1-Fire Pump (Motor Driven) 
1-Fire & Flushing Pump (Motor Driven) 


1-Pire Pump (Turbine Driven) 
1-Fire Pump Turbine. 


2-Emergency Lube Oil Pumps (Motor Driven) 


2-Bilge & F.O. Stripping Pumps (Reciprocating Engine) 
2-Bilge & F.O. Stripping Pump Reciprocating Engines 


2-Main Gland Leak-Off Exhausters (Motor Driven) 


2-Evaporator Brine Overboard Pumps (Motor Driven) 


2-Fuel Oil Transfer Pumps (Motor Driven) 
1-Diesel Oil Transfer Pump (Motor Driven) 
2-Attached Main Lube Oil Pumps 


2-Standby Lube Oil Pumps (Turbine Driven) 
2-Standby Lube Oil Pump Turbines 


4-Auxiliary Condenser Circulating Pumps (Motor Driven) Worthington | 


Worthington 
Whiton 


Allis-Chalthers 
Economy 
Economy 
‘Thrush 


Worthington 
Whiton 


Allis-Chalmers 
Buffalo 


Ingersoll-Rand 
Whiton 


Sier-Bath 


Warren 
Warren 


1LG Electric 
Worthington 
Sier-Bath 
Blackmer 
Westinghouse 


DeLaval 
DeLaval 


4-Auxiliary Condenser Condensate Pumps (Motor Driven) Worthington 


4-Май Fuel Oil Service Pumps (Turbine Driven) 
4-Май Puel Oil Service Pump Turbines 


DeLaval | 
DeLaval | 


2-Port Use Fuel Oil Service Pumps (Motor Driven) Sier-Bath 

2-Main Condensers CH. Wheeler 
4-Auxiliary Condensers C.H. Wheeler 
2-Main Ballast Pump Condensers C.H. Wheeler 
2-Main Air Ejectors C.H. Wheeler 
4-Auxiliary Air Ejectors Foster Wheeler 
2-Deaerating Feed Tanks Worthington 
4-Fucl Oil Heaters Davis Engineering 
2-Lubricating Oil Coolers Davis Engincering 
2-20,000 GPD Distilling Plants Griscom-Russell 
4-Distilling Plant Air Ejectors СН. Wheeler 
4-500 KW Ship's Service Turbo-Generators General Electric 
4-500 KW Ship's Service Generator Turbines General Electric 
2-Emergency Diesel Generators Westinghouse 
2-Emergency Generator Diesel Engines Fairbanks Morse 


9 Manufacturers of the following equipment and machinery were identified in the attached 
documentation which relates specifically to the USS Spiegel Grove. Although the 
‘manufacturers have been identified above, they are included here for further confirmation, 


Main Forced Draft Blowers Westinghouse 


200 KW Emergency Diesel Generator Westinghouse 
200 KW Emergency Generator Diesel Engine Fairbanks Morse 


irt News 


СА-148 


‘The identification of manufacturers of the following machinery 


located in the Material Inspection Report dated 9/4/56-9/6/56. 


4 Main Condensers: 

4 Aux. Condensers: 

4 Boilers: 

8 Forced Draft Blowers: 

2 Distilling Plant Evaporators: 

4 Ship's Service Generator Turbines: 


GE 
Bethlehem Steel 
Bethlehem Steel 
Babcock Wilcox 
Westinghouse 
Griscom Russell 
Westinghouse 


‘The identification of manufacturers of the following machinery and equipment was 


located in the Report of Final Acceptance dated 1/26/50. 


4 Emergency Feed Pumps: 
4 Bilge & Tank Drain Pumps: 

3 Main Condensate Purips: 

4 Main Condensate Pump Turbines: 
8 Main Feed Booster Pumps: 

4 Main Feed Booster Pump Turbines: 
4 Main Cond. Circ. Pumps: 

4 Main Cond Circ Pump Turbines: 
4 Auxiliary Cond Cire Pumps: 

3 Main Feed Pumps: 


3 Main Feed Pump Turbines: 


4 Aux. Condensate Pumps: Buffalo 


8 Fire & Flushing Pumps: Warren Т 
2 Fite & Flushing Pump Turbines: Sturtevant 

2 Distiller Cond Cire Pumps: Warren 

2 Distiller Condensate Pumps: Warren 

2 Evaporator Feed Pumps: Warren 

2 Evaporator Brine Ovbd Pumps: Warren 

2 Evap 1" Effect Drain Pumps: Warren 

8 F.W. Drain Transfer Pumps; Warren 

4 Presh Water Service Pumps: Warren 

4 Vacuum Priming Pumps: Nash 

1 Gasoline Water Turbine: Worthington 

4 Lube Oil Pumps: Warren 

8 Main F.O. Service Pumps: Quimby 

8 Main Р.О. Service Pump Turbines: ‘Sturtevant 

4 Port F.O, Service Pumps: Northern 

2 F.O. Booster & Transfer Pumps: Quimby 

2 Р.О. Booster de Transfer Pump Turbines: Sturtevant 

3 FO. Transfer Pumps: Quimby 

2 Diesel Е.О, Service Pumps: Northern 

2 Diesel L.O. Priming Pumps: Quimby | 
4 F.O. Service Pumps: Northem | 


1 Gasoline Pump: Deming 


3 Main Lube Ой Pumps: DeLaval 


4 Main Lube Oil Pump Turbines: Delaval 4“ 
73 Stripping Pumps: Northem 

4 Lube Oil Purifier Pumps: Del aval 

2 Diesel Oil Purifier Pumps: DeLaval 

7 Air Compressors: Ingersoll Rand 

2HP. Air Compressor Turbines: Worthington 

4 Deaerating Feed Heaters: Worthington 


16 Fuel Oil Heaters: 


U: ISSIPPI 
BB-41/ (E)AG-128 


0 4 
** Manufacturers of the following ‘Machinery and cquipment were identified in the General, 
Information Booklet dated 1920: 


u 


3-Deck Winches (Motor Driven) Hyde Windlass 
Secondary Drain Pump Mortis Machine Works 
‘Sanitary Pump Morris Machine Works 
Anchor Windlass Hyde Windlass 
3-Presh Water Pumps (Motor Driven) Morris Machine Works 
6 Main Drainage Pumps (Motor Driven) Worthington 

2 Torpedo Air Compressors (Motor Driven) Ingersoll-Rand 


% Manufacturers of the following machinery and equipment were identified in Hull, Machinery 


& Electrical Index Cards carrying various dates from the 1910's to the 1930's, Although 
some of the manufacturers have been identified above, they are included. here for further 
confirmation, 


Lube Ой Purifier DeLaval 
Lube Oil Transfer Pump Geo. F. Blake 
Dynamo Condensate Pump МЛ. Davidson 
400kw Turbo-Generator Condenser Ingersoll-Rand 
400kw Turbo-Generator Condenser Air Ejector Ingersoll-Rand 
Circulating Pump Warren 

Salt Water Pump Worthington 

Air Compressors Blake & Knowles 
Port Fuel Oil Service Pumps Kinney 

Diesel Oil Supply Pump Northern 


Fuel Ой Service Pumps (Turbine Driven) Quimby 


Fuel Oil Service Pump Turbines В.Е. Sturtevant 


Fuel Oil Tank Drain Pump Warren if 
Fuel Ой Purifier IMO Pump DeLaval 

Fuel Oil Heaters Griscom-Russell 

Fuel Oil Booster Pumps Blake & Knowles 
Auxiliary Feed Pumps Geo. F. Blake 
Reserve Feed Pumps Geo. F, Blake 

Main Feed Pumps (Turbine Driven) DeLaval 

Main Feed Pump Turbines DeLaval 

Cruising Feed Pumps (Turbine Driven) DeLaval 

Cruising Feed Pump Turbines DeLaval 

Port Feed Pump Warren. 

Evaporator Feed Pump Ingersoll-Rand 
Distiller ‘Condensate Pump Ingersoll-Rand 
Evaporator Brine Overboard Pump Ingersoll-Rand 
Distiller Condensate Pump Ingersoll-Rand 
Distiller Fresh Water Pump Buffalo 

Distiller Circulating Pump (Motor Driven) DeLaval 

400kw Turbine Generator Sets General Electric 
Ship's Service Generating Set General Electric 
400kw Turbo-Generator Sets Moore Steam Turbine 
400kw Turbo-Generator Set Turbines Moore Steam Turbine i 


6-Boilers Norfolk Navy Yard 


4-HP Turbines 
4-LP Turbines 

Fire Pumps 

Anchor Windlass 

1-Deck Winch 

Salt Water Booster Pumps 

Aviation Gasoline Pump (Turbine Driven) 


2-Emergency Fire Pumps (Diesel Driven) 
2-Fire Pump Diesel Engines 


4-Fire Pumps (Motor Driven) 
4-Drainage Pumps (Motor Driven) 
1-Secondary Drainage Pump (Motor Driven) 
2-Sanitary Pumps (Motor Driven) 

3-Fresh Water Booster Pumps (Motor Driven) 
1-Sanitary Booster Pump (Motor Driven) 
1-Fresh Water Booster Pump (Motor Driven) 
1-Gasoline Pump (Water Turbine Driven) 
12-Submersible Pumps (Motor Driven) 

6-Fire Pumps (Gas Driven) 


HP Air Compressors (Motor Driven) 


4-Air Compressors (Motor Driven) 


Allis-Chalmers. 


Gardner-Denver. 
Buda 


Gardner-Denver 
Morris Machine Works 
Morris Machine Works 
Morris Machine Works 
Morris Machine Works 
Worthington. 


+ Manufacturers of the following machinery and equipment were identified in the Material 
Inspection Report dated 6/23-24/1948. Although some of the manufacturers have beca 
identified above, they are included here for further confirmation. А 


HIP Turbines Westinghouse 
4-LP Turbines Westinghouse 

4-Main Condensers Westinghouse 
4-Auxiliary Condensers Ingersoll-Rand 
2-Auxiliary Condensers C.H. Wheeler 
6-Boilers Norfolk Naval Shipyard 
6-Forced Draft Blowers (Turbine Driven) Westinghouse 

б Forced Draft Blowers (Motor Driven) DeBothezat Impeller 
2-Distilling Plants Norfolk Naval Shipyard 
1-Emergency Distilling Plant Griscom-Russell 


Ў Manufacturers of the following machinery and equipment were identified in the Material 
Inspection Report dated 11/30-12/2/1955. Although some of the manufacturer haec been 
identified above, they are included here for further confirmation. 


4-HP Turbines Westinghouse 
4-LP Turbines Westinghouse 
4-Main Condensers Westinghouse 
4-Auxiliary Condensers Ingersoll-Rand 
2-Auxiliary Condensers СН. Wheeler 
3-НР Air Compressors Pix Type-K' 
2-HP Air Compressors. Hardie-Tynes 
4-MP Air Compressors Ingersoll-Rand 


3 Te manufacturer of hese compressors was identified as Pi in one document and Ri in another. This most likely 
is a typographical error, 


1-LP Air Compressor Worthington 


6-Boilers Norfolk Naval Shipyard 
6-Forced Draft Blowers (Turbine Driven) Westinghouse 

6-Forced Draft Blowers (Electric Driven) DeBothezat Impeller 
12-Fuel Oil Heaters Griscom-Russell 
2-Main Distilling Apparatus Norfolk Naval Shipyard 
1-Emergency Distilling Apparatus Griscom-Russell 

4-400 KW Ship's Service Generators Moore Steam Turbine 
2-750 KW Ship's Service Generators General Electric 
2-Emergency Diesel Generators General Motors 


+ Manufacturers of the following machinery and equipment were identified in tho attached ship- 
specific documentation, Although some of the manufacturers have been identified above, 
they are included here for further confirmation. 


Gasoline Pump (Water Turbine Driven) Allis-Chalmers 
Gasoline Pump Water Turbine Allis-Chalmers 
Fuel Oil Transfer Pump МТ. Davidson 
Deck Winches Hyde Windlass 
Anchor Windlass (Motor Driven) Hyde Windlass 
Anchor Windlass Lube Oil Pump (Motor Driven) Geo. D. Roper 
1" Effect Vapor Feed Heater Norfolk Navy Yard 
Pumps Pacific Marine 
Heaters Sturtevant 

Air Compressor Rix! 

Distiller Fresh Water Pump (Motor Driven) Weil 


2-Gas Pumps Roots-Connersville 


Sewage Disposal Pump (Motor Driven) 
#2 Evaporator Circulating Pump 

#2 Evaporator Brine Pump 

#2 Evaporator Condensate Pump 

#2 Fresh Water Pump 


4-Fuel Oil Service Pumps (Turbine Driven) 
4-Fuel Oil Service Pump Turbines 


Yeomans Brothers 
DeLaval " 
Ingersoll-Rand 
Ingersoll-Rand 
Buffalo 


Quimby 
B.F. Sturtevant 


USS Snyder (DE-745) 1 


Equipment Identification & Manufacturers й 
CEE a | 
Centilugal Pump for Fresh Water Service: Alis Chalmers 
Frash Waler Service Pump: - Alis Chalmers 
4 Main Generators: Allis Chalmers. 
1 Boiler Feed Pump: Aurora. 
2 Audlary Boilers": Cleaver Brooks 
Мака Up Food & Condensate Пат Pump: Deming 
2 Aux. Bollera: General Furnace Corp 
4 Propulsion Diesel Engines: General Motors 
1 Emergency Generator Engine: General Motors. 
1 Fuel Pump: General Motors 
2 Ship's Service Diesol Generator Engines: General Motors 
8000 GPO Distiling Piant:** Griscom Russell 
1 Evaporator Griscom Russell 
Fire & Blige Pump: Ingersoll Rand 
Fira & Flushing Pump: Ingersoll Rand 
1 LP Air Compressor: Ingersoll Rand 
1 MP Air Comprossor: Ingersoll Rand 
1. HP Ale Compressor: Worthington 


* Installed in 1958 


озо 
LST-957 " 
БОРТ identification & Manufacturers 

[Equipment Manudacturer іб. 

Aux. Boilers: Cleaver-Brooks 

Hot Water Circulating Pumps: Deming 

Diesel Driven Fire Pump: DNX Engine Corp. 

Vapor Compression Distiting Unit ЕВ. Badger & Son 

LP Alr Compressor: Gardner Denver 

Ballast Pump: Gardner Denver 

2 Propulsion Diesel Enginoa: General Motors 

100 KW Ship Service Generator. General Motors 

Fire & Flushing Pump: Goulds 

Ralrigeralor Cond. Circ. Pump: Goulds 

Lubricating Oil Heater: Hanson Пада ом (ам) 

Starting Ак Compressor: Ingorooll-Rand 

DO Transfer Pump: National Transit Pump & Mach. 
LP Air Compressor: Quincy Compressor Co. 

LO Pudilors: Shaples 


DO Puritiors: Sharples 


MAY 


сақина? 
LST-957 
БОРТ Identification 8 Manufacturers 

[Equipment Manufacturer ID 

Aux. Boilers: Cleaver-Brooks 

Hot Water Circulating Pumps Deming 

Diesel Driven Fire Pump: DNX Engine Corp. 

Vapor Compression Distiling Unit: ЕВ. Badger & Son 

LP Air Compressor: Gardner Denver 

Ballast Pump: Gardner Denver 

2 Propulsion Diesel Engines: General Motors 

100 KW Ship Service Generator General Motors 

Fire & Flushing Pump: Goulds 

Refrigerator Cond. Circ. Pump: Goulds 

Lubricating Oil Heater: Harrison Radiator Div (AM) 

Starting Air Compressor: Ingersoll-Rand 

DO Transfer Pump: National Transit Pump & Mach. 
LP Air Compressor: Quincy Compressor Со. 

LO Purifier Sharples 


DO Purifiers: Sharples 


SUPERVISOR OF SHIPBUILDING 
UNITED STATES NAVY 
Quincy 
OFFICE OF OFFICER-N-CHARGE 
UNITED STATES NAVY 
BETHLEH MINOMAM SHIPYARD. іне. 
HINGHAM, млввлониветте 


IN REPLY REFER то мо. 


Mf5li201asa (33758-00) 


7 var yv 
де e enge m 
"fb Joos 182542 (lass - Instruction Books 
Reference: (а) — Ud) El-T(1674) ever EEPS/A2-11 


of j 
(b) Bußhips ltr, £10(250-200) over ЖЕ26/12-11 / 
of 9 August 1945 


1, JMaolosure 1 is forwarded in compliance with the request of 
reference (a). 
г. In accordance with reference (b), information is requested 


as to what disposition the Bureau af Ehips desires this office to make ef 
‘the surplus instruction books listed in enclosure 1. 
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m, wekî E Tank Banks 939^ 
fer МЯЎ Glass Vessels - vo (2) copies. 
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